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OBHRLklN SmiTH, 

PRE3IDCNT 6 MECH. ENQ, 

PRED. F. SmiTH, 

RETARY 4. TREASURER. 

CHflS. D. REEVE, 

SUPERINTENDENT. 
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CABLE ADDRESS “ FERRACUTE, BRIDGETON" TELEPHONE CALL, "no. 34* 


yV^LcTefiriglfoui^ oj. .8-^nd.._ 


The U» S. Mint, 

Phila.,Pa. 

Gentlemen: - 

Please forward to us the lies you mention, as 
we are now reaiy for them* As we toll you we expect to try 
the coining press this week •n! will then report you further. 

We enclose you duplicate invoice as you request for the press^^ 
sent you. iye shall be pleased to receive your order for another 
machine. We think it would pay you to have another so you would 
not be crowded at times with your work* You will probably hear 
from us again in a few days. 

Yours truly. 
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Ferracute Machine Company, 

Bridgeton, New Jersey, U.S.A., 

August 23, 1892 

Answering Yours of August 22, 1892 

The U.S. Mint, 

Phila., Pa. 

Gentlemen: - 

Please forward to us the dies you mention, as we are now ready for them. As we told you 
we expect to try the coining press this week and will then report you further. 

We enclose you duplicate invoice as you request for the press we sent you. We shall be 
pleased to receive your order for another machine. We think it would pay you to have another so 
you would not be crowded at times with your work. You will probably hear form us again in a 
few days. 

Yours truly, 

Ferracute Machine Co., 

Per 

Fred. F. Smith 
Secy. 



